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English 

Introduction 

Your  monitor  has  been  designed  and 
manufactured  io  the  highest  standards, 
and  subject  to  rigorous  testing.  Provided  it 
is  properly  operated  and  maintained  it  will 
perform  well  for  many  years. 
This  colour  monitor  is  suitable  for  use  with 
home  and  personal  computers,  video 
recorders,  LaserVision  Players  and  TV 
Tuners 

Connection  to  the  mains  (For  UK    onlyj 

Your  new  monitor  is  designed  to  operate 
from  an  a.c.  mains  supply  of  220-240  volts, 
50  Hz.  Stabilising  circuits  ensure 
satisfactory  performance  within  normal 
supply  variations. 

IMPORTANT:  THIS  APPARATUS  MUST  BE 
EARTHED. 

This  can  be  achieved  by  fitting  a 
3  pin  plug.  The  wires  in  the  earthed 
mains  lead  are  coloured  according  to 
the  following  code: 

BLUE  =  NEUTRAL 

BROWN  =  LIVE 

GREEN/YELLOW  =  EARTH 
If  the  mains  plug  (or  adaptor)  contains  a 
fuse,  the  value  of  this  fuse  should  be 
3  Amp.  Alternatively,  if  another  type  of 
plug  (not  fused)  is  used,  the  fuse  at  the 
distribution  board  should  not  be  greater 
than  5  Amp. 

If  the  colours  of  the  wires  in  the  mains 
lead  do  not  correspond  with  the 
coloured  markings  identifying  the 
terminals  in  your  plug,  proceed  as 
follows . . . 

The  BLUE  wire  should  be  connected  to 
the  terminal  marked  'N'  or  coloured 
black. 

The  BROWN  wire  should  be  connected 
to  the  terminal  marked  V  or  coloured 
red. 

The  GREEN  and  YELLOW  wire  must  be 
connected  to  the  terminal  in  the  plug 
marked  by  'E'  or  the  earth  symbol  4,  or 
coloured  green  or  green  and  yellow. 
Before  replacing  the  plug  cover,  make 
certain  that  the  cord  grip  is  clamped 
over  the  sheath  of  the  lead  -  not  simply 
over  the  three  wires. 


Positioning/Ventilation 

In  order  to  prevent  overheating,  ensure 

that  the  ventilation  openings  in  the  monitor 

are  not  covered. 

The  monitor  should  not  be  placed  near  a 

source  of  heat  nor  on  a  soft  surface  since 

this  would'block  the  ventilation  slots  on 

the  bottom. 

Movable  support 


You  can  tilt  the  monitor  into  a  convenient 
position  with  regard  to  the  computer  by 
using  the  movable  support. 

Connection  to  the  mains 
You  can  connect  your  monitor  to  a  mains 
voltage  of  between  220  and  240  V.  If  the 
mains  voltage  in  your  home  is  different 
from  this,  consult  your  dealer. 

Connections  (rear  panel) 

for  input  of  video  and  audio  signals.  Each 
connector  Is  marked  with  its  function. 


»CVBS 
Ilca 
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CVBS/L  (Luminance)  IN  (Phono  type) 
CVBS  (composite  signal)  or  Luminance 
input  Phono  plug  type. 
For  connection  of  a  computer  or  other 
CVBS  sources. 

CHROMA  IN  (phono  type) 

Chroma  (colour  signal)  of  the  phono 
plug  type.  For  connection  of  a 
computer. 

AUDIO  IN  (Phono  type) 

For  connection  of  a  signal  source  with  a 
sound  (audio)  signal  output. 


LCA/CVBS  switch 

With  the  LCA/CVBS  switch  Jl »  you  can 

either  choose  the  LCA  signal  or  the  CVBS 

signal 
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TI^HM       L-  RG0 


Connection  (left  panel) 

Headphones 

On  the  left  side  of  the  monitor  you  will  find 
a  3,5  mm  jack-type  socket  for  connecting 
the  headphones. 


D 


TTL  RGB  input  (8  pin  DIN  type  270  ) 

For  connection  of  a  computer  with  a  TTL 
RGB  output  with  separated 
synchronisation  (TTL  level). 

RGB  linear  input 

(6  pin  DIN  type  270°) 

For  connection  of  a  Video  Recorder, 
Computer.  LaserVtsion  Player,  TV  Tuner, 
etc. 

Remark: 

It  you  connect  both  RGB  inputs 
simultaneously  the  TTL  RGB  input 
automatically  has  priority  over  the  linear 
RGB  input. 

After  switching  off  or  removing  the 
connection  cable  from  the  TTL  source 
RGB  linear  will  be  looped  in. 


Operation 


Switching  on  (J) 

•  Press  button  0  (LED  lights  up). 

Switching  off  © 

•  Press  button  ©  again. 

Picture  and  sound  controls 

For  an  optimum  adjusimenl  ot  the  video  and  audio  input  signals  various  controls  are 
available. 


Open  flap  ©. 
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The  image  may  be  positioned  horizontally  with  knob  CD*. 

Adjust  brightness  with  knob  0. 

Adjust  contrast  with  knob  3. 

Adjust  saturation  of  colour  with  knob  $  (not  with  connected  RGB  sources] 

Adjust  volume  with  knob   -^-i 


CVBS/RGB  switch 

With  the  CVBS/RGB  switch  JL  m.  you  can  either  choose  the  CVBS  (or  LCA)  signal  (Video 
Recorder,  Computer  or  TV  Tuner)  or  the  RGB  signal  (computer). 


Controls  (rear  panel) 
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VCR  button 

•  If  you  use  your  monitor  as  display  tor  your  Video  Recorder  or  VLP  press  button  VCR'  to 
adjust  the  picture. 

In  case  a  TV  Tuner  is  connected  this  button  should  be  released. 

V. Height  (X) 

•  You  can  adjust  the  image  height  with  knob  CD. 

V.Centerlng  © 

•  The  image  may  be  positioned  vertically  with  knob  Q. 

H.WIdth  O 

•  The  image  width  can  be  adjusted  with  knob  0. 


Technical  specifications* 


Picture  tube 


Deflection 


:  14  inch,  in-line  slotted,  pitch  0.42  mm, 


:90( 


Monitor  input  signals  on  Phono  type  connection  socket 


1)  Composite  video  signal  with  negative 
synchronisation 

2)  Audio  signal  (STEREO) 

3)  Luminance  signal 

4)  Chroma  signal 


(1  V  ±  0.5  Vpp). 
Impedance:  75  Ohm 
(150mV-2VefT). 
Impedance:  10kOhm 

(1  V  +  0.1  Vpp). 
Impedance:  75  ohm 
(1  V  ±  0.1  Vpp). 
Impedance:  75  ohm 


Monitor  input  sockets  for  RGB  signals  (DIN  connector* 

1)  :  RGB  linear  (see  specification) 

2)  :  RGB  TTL  (see  specification) 


Resolution 


:  600  lines  in  centre.  RGB  position 


Characters 


>  2000  characters  (80  x  25) 
in  RGB  position 


Raster  frequency 

:  50/60  Hz 

Line  frequency 

: 15625  Hz 

Sound  output  (STEREO) 

;  2x1W  -  5%  distortion 

Mains  voltage 

;  220V/240V 

Power  consumption 

:  75  W  typ. 

Dimensions  (h  x  w  x  d) 

:  320  x  350  x  387  mm 

Weight 

:  11  kg 

'  This  data  may  be  changed  without  notice. 


TTL  RGB  DIN  specification 


Pin 
Pin 
Pin 
Pin 
Pin 
Pin 
Pin 
Pin 


status  computet 

red 

green 

blue 

intensity 

earth 

H. synchronisation  of  composite  synchronisation 

V.synchronisation 


Deutsch 


Lin.  RGB  DIN  specification 


Pin 
Pin 
Pin 
Pin 
Pin 
Pin 


1 

2 
3 

4 
5 
6 


green 

H.  synchronisation 

earth 

red 

blue 

V.  synchronisation 


General 


If  the  picture  is  not  as  desired,  check  whether  all  controls  are  in  the  cprrect  position. 

The  rear  panel  should  only  be  removed  by  a  service  technician. 

It  necessary,  clean  with  a  damp  sponge.  Do  not  use  alcohol,  spirits  or  ammonia. 


Einleitung 

Dieser  Monitor  ist  ein  sehr  moderner 
Farbmonilor  und  (Or  den  AnschluQ  an 
Helm-  und  Personal-Computer 
hervorragend  geeignet  Da  er  aufierdem 
an  Videorecorder,  Bildplattenspieler  und 
Fernsehtuner  angeschlossen  werden 
kann,  ist  sein  praktischer  Nutzen 
besonders  groG 


Aufsteliung/ Belli  ftung 

Damit  das  Gerat  nicht  zu  warm  wird. 

durfen  die  Luftungsdffnungen  nicht 

abgedeckt  werden. 

Der  Monitor  sollte  nicht  in  der  Nahe  einer 

Warmequelie  aufgestellt  werden,  aber 

auch  nicht  auf  eine  weiche  Unterlage,  da 

hierdurch  die  Luftungsschlitze  an  der 

Unterseite  des  Gerats  unwirksam  werden. 


Stutzbugel 


Mil  Hilfe  des  Stutzbugels  konnen  Sie  den 
Monitor  nach  hinten  klappen,  sodafl  er  in 
einem  gunstigen  Betrachtungswinkel 
steht. 

NetzanschluB 

Der  Monitor  ist  fur  Netzspannungen  von 
220  bis  240  V  geeignet.  Falls  Sie  den 
Monitor  an  eine  andere  Netzspannung 
anschlieBen  wollen,  wenden  Sie  sich  bilte 
an  Ihren  Handler 


Anschliisse  (an  der  Ruckseite) 

Anschliisse  an  den  Computer 

Ihr  Monitor  besitzt  AnschlQsse  fQr  den 

Eingang  des  Video-  und  Audiosignals.  Die 

Buchsen  sind  enlsprechend 

gekennzeichnel. 


P.'.  d'Q 


CvBS/ 1      LAUD'O 


CVBS/L  (Luminance)  IN  (CINCH-Typ) 

FBAS  (zusammengesetztes  Signal)  oder 
luminance  Eingang  fiir  CINCH-Stecker. 
Fur  den  AnschluB  eines  Computers  oder 
anderer  FBAS-Ouellen. 

CHROMA  IN  (CINCH-Typ) 

Chroma  (Farbsignal)  Eingang  fur 

CINCH-Slecker. 

FQr  den  Anschlu8  eines  Computers. 

AUDIO  IN  (CINCH-Typ) 

FQr  den  Anschluli  einer  Signaiquelle  mit 
einem  Ton-(Audio-)  Signalausgang. 

LCA/CVBS-Schalter 

Mit  dem  LCA/CVBS-Schalter  t  m 

Ktfnnen  Sie  das  LCA-Signal  oder  das 
FBAS-Slgnal 
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TTLRGB     Lin.  RGQ 


a 


TTL-RGB-Eingang  (8pollg,  DIN-Typ  270°) 

Fur  den  AnschluB  eines  Computers  mit 
TTL-RGB-Ausgang  und  geirennter 
Synchronisation  (TTL-Niveau). 

RGB  linear  Elngang 
(6  polig,  DIN-Typ  270°) 

Fur  den  AnschluB  von  Videorecorder, 
Computer.  Bildplattenspieler, 
Fernsehtuner,  usw. 


Anmerkung: 

Wenn  Sie  beide  RGB-Eingange 
gleichzeitig  anschlieBen,  hat  der 
TTL-RGB-Eingang  automatisch  Vorrang 
vor  dem  linearen  RGB-Eingang. 
Nach  dem  Ausschalten  oder  Abnehmen 
des  Verbindungskabels  der  TTL-Quelle 
wird  RGB  linear  eingeschaltet. 


AnschluB  (llnke  SeHe) 

Kopfhfirer 

Auf  der  linken  Seile  Ihres  Monitors  finden 
Sie  eine  Klinkenstecker-Buchse  (3,5  mm) 
ftir  den  Kopfhoreranschlufl. 


Bedienung 


einachalten  CD 

•  Taste  ©  drucken  (LED  leuchtet). 

Ausschalten  ® 

•  Taste  CD  erneut  drticken. 

Bild-  und  Tonelnsteller 

Mit  folgenden  Bedlenungsreglern  konnen  die  Bild-  und  Tonstgnale  optimal  eingestellt 

werden: 


•  Klappe  ®  bffnen. 
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•  Bei  Bedarl  kann  das  Bild  mit  Knopf  CD  von  links  nach  rechts  horizontal  verschoben 
werden. 

•  Helligkeit  mit  Knopf  0  einstellen. 

•  Kontrast  mit  Knopf  (j  einstellen. 

•  Farbsattigung  mit  Knopf  ^  einstellen  (nicht,  wenn  RGB-Quellen  angeschlossen  sind). 

•  Lautstarke  mit  Knopf  ^=r:  einstellen. 


CVBS/RGB-Schalter 

Mit  dem  CVBS/RGB-Schalter  JL  a  konnen  Sie  das  FBAS(oder  LCA)-Signal  (des 
Video  recorders,  Computer  oder  Kfirnsehtuner;)  oder  das  RGB-Signal  (des 
Computers)  wahlea 

Bedienungsorgane  (an  der  Riickseite) 


4> 


-■  .- 


D 


o 


-  i.  L 


O^ll  L±U>- 


OO 


cd     Q  a 

oo     o 


L_J    *  --i  w-+     t  :a**~ 


\M     '*wl 


r**ift  n  Ai=rt* 


VCR-Taste 

•  Wenn  Sie  Ihren  Monitor  an  einen  Videorecorder  oder  emen  Bildplattenspieter 
anschlieflen  wollen,  muB  zur  E<nstellung  des  Bildes  Taste  'VCR'  gedruckt  werden 
Beim  AnschluB  an  einen  Fernsehtuner  sollte  diese  Taste  nicht  gedruckt  sein. 

V.Hohe  CD 

•  Die  Bildhohe  konnen  Sie  mit  Knopf  CD  einstellen. 

V.Zentrlerung  © 

•  Bei  Bedarf  konnen  Sie  das  Bild  mit  Knopf  Q  vertikal  verschieben. 

H.Breite  Q 

•  Die  Bildbreite  laflt  sich  mit  Knopf  3  einstellen. 
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Technische  Daten* 


Bildrohre 


Ablenkung 


:  14  Zoll,  in-line-Schlitzmaskenrohre, 

Schlilzabstand  0,42  mm, 

dunkler  Bildschirm 
:90° 


Monitor-Eingangssignale  bei  CINCH-8uchse 

1)Zusammengesetztes  Videoslgnal  mit  negatlver 
Synchronisation 

2)  Audiosignal  (STEREO) 

3)  Luminance  signal 

4)  Chroma  signal 


(1V±  0,5  Vss).  Impedanz:  75  Ohm 

(150mVetf -2Veff). 
Impedanz:  10kOhm 

1  V  ±0.1  Vpp). 

mpedanz:  75  Ohm 
(1  V  ±  0.1  Vpp). 
Impedanz:  75  Ohm 


Monitoreingange  fur  RGB-S:gna!e    DIN-AnschluB  Buchse 


1) 

2) 

;  RGB  linear  (siehe  technische  Daten) 
;  RGB  TTL  (siehe  technische  Daten) 

Auflosung 

:  600  Zeilen  In  Bildmitte.  Stellung  RGB 

Zeichen 

:  >  2000  Zeichen  (80x25), 
Stellung  RGB 

Bildfrequenz 

:  50/60  Hz 

Zeitenfrequenz 

; 15625  Hz 

Ton-Ausgangsleislung  (STEREO) 

;  2x1W  -  Klirrfaktor  5% 

Netzspannung                                                           ; 

:  220V/240V 

LeisiL'icisaufnahme 

75  W 

Abmessungen  (H  x  B  x  T) 

320  x  350  x  387  mm 

Gewicht                                                                     ; 

11  kg 

Technische  Daten  TTL  RGB  DIN 

Stilt  1  Status  Computer 

Stift  2  rot 

Stilt  3  grun 

Stilt  4  blau 

Stilt  5  Inlensitat 

Slitt  6  Erde                                                                                                 2 

Slid  7  Honzontalsynchronisation  Oder  zusammengesetzte  Synchronisation 

Stifi  8  Vertikalsynchronisation 

Technische  Daten  Lin,  RGB  DIN 


Stift  1 

grun 

Stift  2 

Horizontal  synchronisation 

Stift  3 

Erde 

Stift  4 

rot 

Stift  5 

blau 

Stift  6 

Verttkal  synchronisation 

Allgemeine  Hinweise 


•  Falls  das  Bild  nicht  wie  gewunscht  aussieht.  prufen  Sie  bitte,  ob  alle'Bedienungsorgane 
gut  eingestellt  sind. 

•  Die  Ruckwand  sollte  nur  von  einem  Kundendiensttechniker  abgenommen  werden. 

•  Falls  erforderlich,  das  Gerat  mit  einem  feuchten  Schwamm  reinigen;  hierbei  keinen 
Alkohol,  Spiritus  oder  Ammoniak  ber^utzen. 

Hiermit  wird  bescheinigt,  daB  der  Monitor  Type  1084  in  Ubereinstimmung  mit  den 
Bestimmungen  der  Amtsblattverfugung  1046/1984   funkentstort  ist. 
Der  Deutschen  Bundespost  wurde  das  Inverkehrbringen  dieses  Gerates  angezeigt  und  die 
Berechtigung  zur  Uberprufung  der  Serte  auf  Einhaltung  der  Bestimmungen  eingeraumt. 


'  Anderungen  vorbehalten. 
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introduction 

Ce  moniieur  est  un  appareil  couleur  trfes 
moderne,  utilisable  avec  la  plupart  des 
ordinateurs  domestiques  et  personnels. 
En  outre,  pouvant  etre  connecte  a  un 
magntjtoscope,  un  lecteur  de 
vid6odisques  ou  un  tuner  TV,  il  etend  les 
possibilites  de  visualisation  a  la  plus 
grande  satisfaction  de  son  utilisateur. 

Positlonnement/verrtllation 

Pour  6viter  tout  fechauffement  excessif, 
assurez-vous  que  les  ouvertures  de 
ventitation  du  moniieur  sont  bien  degag6es 
Le  moniteur  ne  doit  pas  Stre  plac6  a 
proximitG  dune  source  de  chaleur,  ni  sur 
un  objet  mou,  ce  qui  auralt  pour  effet 
d'obstruer  les  fentes  de  ventilation  qui  se 
trouvent  dessous. 

Support  Inclinable 


-  ;:-^ 


** 


Connexions  (panneau  arridre) 

Branchements  i  I'ordlnateur 
Votre  moniteur  est  equipe  de  connecteurs 
pour  des  signaux  dentree  video  et  audio. 
Chaque  connecteur  porte  rindication  de 
sa  fonction. 


C 


A  CVBS 
1LCA 


D 


oo 
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CVBS/L  (Luminance)  IN  (type  CINCH) 

Entree  CVBS  (signal  complet)  ou 
Luminance  pourTiche  du  type  CINCH. 
Pour  le  branchement  d'un  ordinateur  ou 
d'autres  sources  de  signaux  couleur 
complets. 

CHROMA  IN  (Type  CINCH) 

Entree  chroma  (signal  couleur)  pour 

liche  du  type  CINCH. 

Pour  le  branchement  d'un  ordinateur. 

AUDIO  IN  (type  CINCH) 

Pour  le  branchement  d'une  source  de 

signaux  a  sortie  audio  (son). 


oo 
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Connexion  (sur  le  c6te  gauche) 

Casque  d'ecoute 

Vous  trouverez  sur  le  c6te  gauche  de 
votre  moniteur  une  prise  pour  fiche  jack 
3,5  mm  pour  le  casque  clecoute. 


Entree  TTL  RGB  (type  DIN  8  p6les  270') 

Pour  le  branchement  d'un  ordinateur  a 
sortie  TTL  RGB  a  synchronisation 
separfee  (niveau  TTL). 

Entree  RGB  lineaire 

(type  DIN  6  poles  270°) 

Pour  le  branchement  d'un  magnetoscope. 

d'un  ordinateur,  d'un  lecteur  de 

videodisques  LaserVlsion,  d'un  tuner  TV, 

etc. 

Remarque: 

Si  vous  employez  simultanement  les, 

deux  entrees  RGB,  I'entree  TTL  RGB  a 

automattquement  prtorite  sur  I'entree 

lineaire  RGB. 

L'entree  RGB  lineaire  est  mise  en  circuit 

des  mise  hors  circuit  ou  enlevement  du 

cable  de  connexion  de  la  source  TTL. 


Utilisation 


rowER 


Mise  en  marche  © 


— Wl* 

Pour  disposer  le  moniteur  dans  une 
position  de  travail  favorable  par  rapport  a 
I'ordlnatear,  rabattre  Pettier  de  reglage 

Selecteur  LCA/CVBS 

Le  selecteur  LCA/CVBS  J.  m. 

vous  permet  de  choisir  entre  le  signal 

LCA  et  le  signal  CVBS 

1 

I 

»  Pressez  la  toucne  <jj  na  Ltu  s  aiiumej. 

Mise  a  Parrel  © 

•  Pressez  a  nouveau  la  louche  ®. 

Reglages  de  I'image  et  du  son 

Divers  boutons  sont  prevus  pour  un  reglage  optimal  des  signaux  d 

'entree  video  et 

audio. 

oblique  vers  I'avant. 

Branchement  sur  le  secteur 

Vous  pouvez  brancher  votre  moniteur  sur 

une  tension  secteur  compnse  entre  220  et 

/          ®          \ 

□ 

POWER 
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7 —                                                                                             

240  V.  Si  vous  etes  desservi  par  une 
tension  secteur  differente,  consultez  votre 
revendeur. 

•  Ouvrez  !e  volet  0. 
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•  Le  cas  echeant,  vous  pouvez  centrer  I'image  horizontalement  de  gauche  a  droite  ou  de 
droite  a  gauche  a  I'aide  du  bouton  CD. 

•  Reglez  la  luminosite  a  I'aide  du  bouton  0, 

•  Reglez  le  contraste  a  I'aide  du  bouton  ,"j. 

•  Reglez  la  saturation  des  couleurs  a  I'aide  du  bouton  .$  (inoperant  si  des  sources  RGB 
sont  connecters). 

•  Reglez  le  volume  a  I'aide  du  bouton  ^~3. 


SelecteurCVBS/RGB 

Le  selecteur  CVBS/RGB  vous  permet  de  choislr  entre  le  signal  CVBS  (  ou  LCA) 
(magnetoscope,  ordinateur  ou   tuner  TV)  et  le  signal  RGB  {ordinateur). 


Commandes  (panneau  arriere) 


- 1  :  " 
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Touche  magnetoscope  'VCR' 

•  Si  vous  utilisez  votre  moniteur  pour  la  visualisation  des  images  de  votre  magnetoscope 
ou  de  votre  lecteur  de  videodisques,  pressez  la  touche  'VCR'  pour  regler  I'image. 
Liberez  cette  touche  si  votre  moniteur  est  connecte  a  un  tuner  TV. 

Hauteur  de  I'image  CD 

•  Vous  pouvez  regler  la  hauteur  de  I'image  a  I'aide  du  bouton  CD. 

Centrage  vertical  © 

•  Le  cas  echeant,  vous  pouvez  centrer  I'image  verticalement  de  haut  en  bas  a  I'aide  du 
bouton  ©. 

Largeur  de  I'image  0 

•  Vous  pouvez  regler  la  largeur  de  I'image  a  I'aide  du  bouton  ©. 


Caracteristiques  techniques" 


Tube-image 
Deviation 


:  14  inch,  a  canons  en  ligne,  pas 
0,42  mm,  ecran  sombre 
:  90° 


Signaux  d'entree  du  moniteur  sur  prise  type  CINCH 

1)Signal  video  complet  a  synchronisation  negative:  (1  V  ±  0.5  Vcc}.  Impedance:  75  ohms 

2)  Signal  audio  (STEREO)  !  (150  mV  -  2  Veff). 

Impedance:  10  kohms 

3)  Luminance  signal  :  (1  V  ±  0.1  Vpp). 

Impedance:  75  ohm 

4)  Chroma  signal  :  (1  V  ±  0.1  Vpp). 

Impedance:  75  ohm 

Entrees  de  moniteur  pour  signaux  RGB  (Prise  DIN) 


D 
2) 


*  Sous  reserve  de  modifications. 


:  RGB  lineaire  (voir  caracteristiques 

techniques) 
:  RGB  TTL  (voir  caracteristiques 

techniques) 


Resolution 

:  600  lignes  au  centre,  position  RGB 

Caracteres 

■  >2000  caracteres  (80  x  25), 
position  RGB 

Frequence  de  trame 

:  50/60  Hz 

Frequence  de  ligne 

:  15625  Hz 

Sortie  son  (STEREO) 

:  2x1W  -  distorsion  de  5% 

Tension  secteur 

:  220V/240V 

Consommation 

:  75  W  (typique) 

Dimensions  (h  x  I  x  p) 

:  320  x  350  x  387  mm 

Poids 

:  11  kg 
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BrochageTTL  RGB  DIN 


Nedertands 


Broche  1 

eiat  ordinateur 

Broche  2 

rouge 

Broche  3 

ver! 

Broche  4 

bleu 

Broche  5 

intensite 

Broche  6 

terre 

Broche  7 

synchronisation  horizontal  ou 

synchronisation  complete 

Broche  8 

synchronisation  verticale 

Brochage  Lin. 

RGB  DIN 

Broche  1 

Vert 

Broche  2 

synchronisation  horizontale 

Broche  3 

terre 

Broche  4 

rouge 

Broche  5 

bleu 

Broche  6 

synchronisation  verticale 

G6neralit6s 

Si  1'image  n'est  pas  telle  que  desiree,  s  assurer  que  tous  les  boutons  et  interrupteurs 

som  en  position  correcte. 

Le  panneau  arriere  ne  doii  etre  enlev6  que  par  un  technicien  qualifie. 

Si  nScessaire,  neltoyer  avec  une  6ponge  humide.  Ne  pas  se  servir  d'alcool,  d'essences 

ni  d'ammoniaque. 
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Inleiding 

Dil  is  een  zeer  moderne  kleurenmonitor, 
specitiek  voor  gebruik  met  de  meeste  huis- 
en  personal  computers.  Bovendien  zulten 
de  toepassingsmogelijkheden  vergroot 
wordent  wanneer  deze  monitor  verbonden 
is  met  een  VCR,  VLP,  video  camera  of  TV 
tuner  Zodoende  is  met  de  aanschaf  een 
hoge  graad  van  voldoening  te  beleven. 

Plaatsing/Ventllatie 

Om  oververhitting  te  voorkomen  mogen  de 

ventflatie-openingen  in  de  monitor  niet 

afgedekt  worden 

De  monitor  mag  niet  bij  een  warmtebron 

geplaatst  worden  en  evenmin  op  een 

zachte  ondergrond  omdat  hierdoor  de 

ventilatie-openingen  aan  de  onderkant 

worden  afgesloten. 

Schuinstelbeugel 


U  kunt  de  monitor  in  een  werkbare  positie 
ten  opzichte  van  de  computer  plaalsen 
door  de  schuinstelbeugel  naar  voren  te 
klappen. 

Aanslulten  op  de  netspanning 
U  kunt  de  monitor  aansluiten  op  een 
netspanning  van  220  tot  240  V.  Is  de 
netspanning  in  uw  huis  atwijkend* 
raadpleeg  dan  uw  handelaar 


Aansluitingen  (achterwand) 

Aanslultlng  van  de  computer 

Uw  monitor  is  voorzien  van  een  aahsluiting 
voor  do  invoer  van  video  en  audio 
signalen.  Op  elke  aansluiting  is  de  funktie 
aangegeven. 


•oo 
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CVBS/L  (Luminance)  IN  (CINCH  type) 
CVBS  (composite  signaal)  of  Luminance 
ingang  van  net  CINCH  plug  type. 
Voor  aansluiting  van  een  computer  of 
andere  CVBS  bronnen. 

CHROMA  IN  (CINCH  type) 

Chroma  ingang  (Kleur  signaal)  van  het 

CINCH  plug  type. 

Voor  aansluiting  van  een  computer. 

AUDIO  IN  (CINCH  type) 

Voor  aansluiting  van  een  signaalbron  met 
een  geluid  (audio)  signaaluitgang. 

LCA/CVBS  Schakelaar 
Met  de  LCA/CVBS  schakelaar  JL  * 
kunt  u  het  LCA  signaal  of  het  CVBS 
signaal  kiezen. 
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